LI 680uH 


-12VDC UNREG 


+12VDC UNREG 


C11 + CIO + 


10.OOOuFl lO.OOOuFl 


Vin Sw Out 


l D1 

Shotkky 


C9 

I.OOOuF 


68k \ RIO 

1/8W < 


TP GND HV 


Note 1: RIO is not required. If you want to boost your 5V supply by 0.2V, add a 500k ohm resistor for RIO 
Note 2: If CIO and Cll are used, they are 10,000uF Capacitors. If on one is populated, it is a 22,000uF 


LM317AHV / TO220 


VIN VOUT 


+ n 

1N4004 ^ 100 uF 
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LM337/TO220 


+ 12VDC UNREG 
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